
The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVALL. PATRICK 
GOVERMOR 

TIMOTHY P, MURRAY 
LfEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


02/17/2012 


Eric Christofferson 

Assistant United States Attorney, Boston, Ma. 


Dear AUSA Christofferson, 

Enclosed is the infonnation you requested in regards to United States vs. Included are 

copies of the following: 


1, Ding Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples 


3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. Infrared Spectral analytical data for samples I 



5. GC/Mass Spectral analytical data for samples 

Annie Dooldian was the custodial chemist and perfonned the preliminary testing and net weiglit for 
this sample. Kate Corbett analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 




Anni e Dookhan 
Chemist 

Dmg Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: New Bedford _Police Reference No.:1 O-OC-039 

Name and Rank of Submitting Officer: Pet Kelly A Almeida _ 


Defendaut(s) Name (last, first, initial): 
Under Investigation 


NOTE: ATF CASE: "Cocaine Bases" 

Analysis being requested. 


_ 201 0-01 928-QF _ CBi^1-w/o 2-1 4-1 0;CBj5(2-w/o 2-21-1 0 ;CB#3-w/o 04-04-1 0 

To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 




Received by: 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-662S 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: New Bedford 


Police Reference No.: 11 -OC- 0 3 9 


Name and Rank of Submitting Officer: Pet Kelly A Almeida 


Defendant(s) Name (last, first, initial): 
Under Investigation 


NOTE: ATF CASE "Cocaine Bases" 
analysis being requested- 
(Letter attached) 


_ Control Buy w/o 4-4-10 (CB^3) 2010-1928-OF _ 

To be cotnpleted by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 



Corbett email PRR 000853 









Ciiy: New Bedford Police Dept 

Oteer: OeWvc KEaVALWo/"' 
Def: u/( 

Amount: 

1 Com. p 5 

OaleRec'a: 12/02C0I0 
Gross Wt.; @.43 



Subst.'SUB 


P'-e'im.-coco.^^ 


Findfngs; 


Analyzed; 
Net Weight; 
Tests; 7 



No 



City, \m yyaiArd Ponce Dept, 
Officer; Detective KELLY ALMEIDA 
Def: U/l 
Amount; 

No. Cont: 4 Cont: pb 

DateRec'd; 12/02/2010 
Gross Wt: 17.53 


Prelim: Coco-Af\a Findings; 


Date Analyzed; 




SubstsUB 


No. Analyzed 
Net Weight: 
# Tests: 


Co c V>CiS I2_ 




.i 
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Date Analyzed: 

City: New bedtord Police Dept. 

Officer: Detective KELLY ALMEIDA 
Def: U/l 


Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 12 / 02/2010 

Gross Wt.; 6,91 


Prelim: 


■ COCtXxfVQ. 


Findings: 


SubsLSUB 

No. Analyzed: 

Net Weight: 

# Tests: ^ 





No 

City,4TO9rBBTOT!rP5lice Dept 
Officer: DetecUve KELLY ALMEIDA 
Def; U/l 
Amount: 

No, Cont: i Cont: pb 

Date Rec'd: 06 / 10/2011 
Gross Wt,: 12.14 


Date Analyzed: ' i '-L- U 


Prelim; 


Subst: SUB 


No. Analyzed: 

Net Weight: 

# Tests; 

•kck: 

Findings: Coccu.^^^c^^ 


Corbett email PRR 000855 


SAMPLE# 



No. of samples tested;_ 


AGENCY ANALYST 

Evidence WL 


PHYSICAL DESCRIPTION: 

09^ vO>w 'k C-V.i-«rsA S>Ci.jV C. 


GrossWt ( }: 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt: 'T-- 


'fV'^ VCiX\, \\\n \'T>'2 .So2. '— 
OVc^ji^ 1 ’fOs.O^S.O wT. 1i ^v.*^'—* 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( —) V 

Marquis_ 

Froehde's 

Mecke's 


MIcrocrvstalline Tests 
Gold 

Chloride -V _ 

TLTA ( _ 

OTHER TESTS 

& 


PRELIMINARY TEST RESULTS 
RESULTS cocc^v^ 
DATE \X-aV»0 



GC/MS CONFIRMATORY TEST 
RESULTS CO c o 
MS 

OPERATOR vcOiC _ 

DATE M-xg -\0 


Revised 7/2005 
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o 


DRUG POWDER ANALYSIS fORM 

SAMPLED AGENCY ANALYST 

No. of samples tested: Evidence Wt _ ■ 

Gross Wt (m,): SS 

SVvs>-vnt-C. Gross Wt( ):_ 

Pkg. Wt:_ 

Net Wt:_ 

-> 

’lixoCs, l\\“\ \'S2.So2- 

OKfc<_4.A..i y^\ 1.^ 


. PHYSICAL DESCRIPTION: 

v*X '“V. S 

■is C<X\.V.C/^ 


PRELiMiNARY TESTS 
Spot Tests 

Cobalt 

*-V Thiocyanate ( —) 

^ Marquis ~ 

Os. Froehde's — 

c.^ Mecke's_ 


Mlcrocrystalline Tests 
Gold 

L^ Chloride •V' _ 

M TLTA ( -)-V- _ - 

OTHER TESTS 

> <S> CO ccvvx^ e." U 2. 


PRELIMINARY TEST RESULTS 

RESULTS C OC<£a.'^%Jq 
DATE 


GC/MS CONFIRMATORY TEST 
RESULTS COccvKxjp 
MS 

OPERATOR vtLP\c _ 

DATE 


Revised 7/2005 
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Gross Wt( ): >qS-^M 

Gross Wt { ):_ 

Pkg. Wt;_ 

Net Wt: 


\ \ \'^ V6 2 So^ 


PRELtMINARY TESTS 



PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 


RESULTS 


DATE 



RESULTS 



MS 

OPERATOR yC-evC 


DATE \X~ 1S- - 10 


Revised 7/2005 

Corbett email PRR 000859 













PHYSICAL DESCRIPTION: 


Gross Wt ( } 


Gross Wt ( ) 




Ce rr\^ v\ cV ^Scif XL'^e-Vnn^ 


Pkg. Wt 


Net Wt 


■S Cl, ris-\<;p\ e- -vo,-^cxc^ - 


PRELIMINARY TESTS 
Spot Tests 


Microcrvstalline Tests 


Cobalt 
Thiocyanate i 


Gold 

Chloride 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 


Mecke's 





PRELIMINARY TEST RESULTS 


GCMS CONFIRMATORY TEST 


3C ■ 


DATE O ^s> - 2 u - \ \ 


MS 

OPERATOR 


DATE Ob' 2- 1 


Revised 7/2005 
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4000.0 


Biaak 

ASD 12-28-10 


3000 


2000 


G:\peLclatatepectra\b!ank.sp - ASD 12-26-10 


cm-1 


1500 
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I 









SitAKUn KtrUKl 


uaie; wea uec 2 y zuiu 


Unknown; C:\peLdata\spectra\B^^^^^Bw Bedford.sp 
Library: C:\peLdata\libs\DLjdx 

Euclidean Hit List 

0.831 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.804 DL0178 COCAINE IN KBr 

0.651 DL0209 COCAINE HCl IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
Selected Range: 4000.00 - 652.00 cm-1 
No Blank Regions: 

The Georgia State Crime Laboratory 


Page 1 
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Corbett email PRR 000865 






i-zaic:, vveu utstj ^53 1 U 


Library; C:\peLdata\libs\DL.idx^^^^^*^'^ Bedford.sp 
Euclidean Hit List; 

0.745 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.742 DL0178 COCAINE IN KBr 

0.595 DL1325 40% COCAINE HCl/60% INOSITOL IN KBr (+/- 3%) 
Selected Range; 4000.00 - 652.00 cm-1 
No Blank Regions; 

The Georgia State Crime Laboratory 


Page 1 
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T03.9 _ 

100 , 

95: 

90, 

85 : 

SO, 

75, 

70, 

65. 

60 _ 

55, 

Blank 

%T 50, ASD 12-28-10 

45 . 

40, 

35, 

30, 

25 . 

20, 

15 
10 
5 

0.0 

4000.0 3000 

.. ' 5 '''P®L<Jata\spectra\b!ank.sp-ASD 12-28-10 





2000 

cm 
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LJdie; rn jun zui'i 


Unknown; C:\pe[__data\spectrcl 
Library; C:\pe!_data\libs\DL.idx 


New Bedford.sp 


Euclidean Hit List: 


0.610 DL1744 COCAINE (SYNTHESIZED CRACK) 

0.602 DLD178 COCAINE IN KBr 

0.488 DL0209 COCAINE HCi IN KBr (iVIERCK)-SAMPLE CONTAINS 
Selected Range; 4000.00 - 652.00 cm-1 


No Blank Regions; 

The Georgia State Crime Laboratory 


WATER-METHANOL MIXTURE 


Page 1 
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Area Percent / Library Search Report 




Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


762582.D Mon Feb 13 10:58:51 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F ; \Q4-2010\SYSTEM4\12_23_10\762583.D 
ASD/KAC 

24 Dec 2010 8:31 

COCAINE STD 
ASD 
15 

DRUGS 

RTE 


Abundarice 

1400000 


TfC:T62583.D“ 


4j73 


12000001 i 

1000000; i 

i i 

800000i 5 

1 ^ 

600000; f 

400000; i 

200000; j 

Time-> ° 2.00 2.50 3.00 3.^ 4.00 4.50 5.00 ' 5.50 6.00 6.50 7.bo 7.50 8.00 8.50. 9,00. 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4,726 

1338605 

100.00 

100.00 


762583.D Mon Feb 13 10:58:56 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 010\SYSTEM4\12___23_10\762583 .D 
ASD/KAC 

24 Dec 2010 8:31 

COCAINE STD 
ASD 
15 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

; 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.73 

C;\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 

82 

Average of 4.704 to 4.8f0 min.: T62?83.tJ {-) 

! 80! 


182 


601 


401 


20 ! 


42 


51 


94 105 


O', 


l;60 


68 


122 


138 


152 166 


198 


214 


242 


272 
259 281 


303 


'm/z-> 


40 50 60 70 80 90 100 1 


io' ’l20 130 140 150 160 170 ' 180 lOO 20b 210 2^0 230 24o"25b 260 270 280 290 sfo' 


Abundance 


82 


#29:CaCAINE 


80 


60! 


182 


40! 


94 


105 


20 


42 


51 


68 


122 

!;;114J 


135 166 


198 


q' -i.r ■ |h'i ' t::; J I ^ j ^ j j 214 J |, 

m/z-> 40 50 60 70 80 90 100 11 o' 12o' 130 140 150 'l60' 17o' 1 bO 190 200 210 220 230 240 250 2^0 270 3b 290 300 


244 259 


272 


303 


762583.D Mon Feb 13 10:58:56 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F : \Q4-2010\SYSTEM4\12__23_^10\762 588 . D 

Operator : ASD/KAC 

Date Acquired : 24 Dec 2010 9:39 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Aburidince TrCTT&25g8;D 



***N0 INTEGRATED PEAKS*** 


762588.D Mon Feb 13 10:59:39 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2010\SYSTEM4\12_23__10\762589 .D 
ASD/KAC 

24 Dec 2010 9:53 


89 

DRUGS 

RTS 


Abundance 
i 1500000) 

1000000 

500000 


2.25 


3.95 


2,01 


0 ^ . 


4;73 


;!4.87 


TIC: 762589.0* 


Tlme-> ibo ' 2.80 3.00 ' 3.50 4.00 4.50 5,00 5.8o 6.6o ' 6.50 7.00 7.8o 8.00 8.50 9.00 9,50 


Ret. Time 


Area Area % Ratio % 


2.013 

181176 

6.89 

11.81 

2.251 

453116 

17.23 

29.53 

3.948 

354090 

13.46 

23.08 

4.731 

1534494 

58.34 

100.00 

4.874 

107374 

4.08 

7.00 


762589-D 


Mon Feb 13 10:59:44 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q4-2010\SYSTEM4\12_23_10\762589.D 
ASD/KAC 

24 Dec 201 0 9:53 

ASD 

89 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.01 

C:\DATABASE\PMW TOX2.L 




Cocaine-M/artifact -H20 

000000-00-0 96 



Metipranolol-M/artifact AC 

000000-00-0 23 



Vanillin AC 

000000-00-0 9 


ftbundanca 


Average of 1.986To 2.0T6 min.: 7625S9.IJ (-f 

152 


80^ 


60^ 


40; 


42 


20: 

51. 

57 

• i 

68 

82 

94 

ill 

Ill 

.’j i.h 


75;.!:|j,. 


m/Z"> 40 

5b' 

’ 6 '0 

70 

80 

g'o ’ 


122 


106 


138 


116 


133 


166 

i 

I 


181 


207 


^6 "ito 170 180 160 200 


Abundance 


T3574: Cocaifie-M7artifact -TT2D' 


P763 

182 


so: 


60: 


40: 


181 


20 - 


82 


94 


106 


122 


138 

j 


166 


m/z-> 


40 50 60 70 80 9b' 100 110 ' 120 130 140 150 160 170 180 190 200 


762589.D Mon Feb 13 10:59:45 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_23_10\762589.D 

Operator : ASD/KAC 

Date Acquired : 24 Dec 2010 9:53 

Sample Name : 

Submitted by ; ASD 

Vial Number ; 89 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 2.25 C : \DATABASE\ PMW__TOX2 . L 

Cocaine-M (methylecgonine) 007143-09-1 96 
Cocaine 000050-36-2 36 
Cocaine-M (methylecgonine) AC 000000-00-0 17 



80^ 

QQ\ p 96 


199 

182 

180 190 200 

762589.D Mon Feb 13 10:59:45 2012 Page 3 


1 i ; 

20i ■ 

: ; ^li 1 : 

112 

140 

155 

168 

j 

O'. . , , . _ , _ _ , ill i .. 

. 





40 50 60 70 s'o 90' l66 110 ' 120 130 140 150 160 170 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEM4\12_23_10\762589-D 
ASD/KAC 

24 Dec 2010 9:53 


89 

DRUGS 

RTF 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 
L Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

3.95 

C:\DATABASE\NIST98 . L 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 006649-23-6 98 
2,3,5,6-tet 006649-23-6 97 
2,3,5,6-tet 006649-23-6 97 

JSiEunciance 


Average of 3.927 to 4.022 riiin.: 7625897(7(-5~ 

148 

80- 




60; 


'' 101 

204 

40: 




i 20 

45 

! I 127 i 

' i • • ; 

J 


56 


89 




65 


117[ 






135 ii: 157 


176 


189 


281 ; 


m/z-> 40 50 60 7b ’ &0 Oo 1(50 ’l 10 120 180 140 150 ,160 170 180 190 20(^210 220 230 240 250 260 270 i 

iAbunciancs W126360: (mi3azo[2,1-Bllhi3zole, 2,3,576-tetrahydr6-6-plTe7iyr- 

204 


148 


80- 


60 


40- 


20 i 


0 


101 


73 


127 


51 63 


89 


.81 


117i 

1.169 i 


176 


135 


156 


186 


m/z-> 40 50 60 70 bO 90 100 lio'120 130 l4o 150 ibo 170 180 190 200 210 220 230 240 250 260 270 280 

762589.D Mon Feb 13 10:59:46 2012 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4”2010\SYSTEM4\12_23_10\762589.D 
ASD/KAC 

24 Dec 2010 9:53 


89 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C; \DATABASE\PMW__TOX2 .L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.73 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


82 


Average of 47051^4.T05 min.: 7625'8'9.D <-) 


80 ' 


60 i 


40 i 


182 


: 42 


94 105 


20 : 


0',, 


51 


68 


122 


198 


;,,113 ' 138 


152 166 


272 

208 222 244 259 281 


303 


m/z-> 40 50 eb 70 80 90 l6o 110 120 130 14^) 150 l60 l/o 180 190 200 210 220 230 240 250 260 270 20O 290 300 

Abundance “ . #2grCOCAINE 

82 


80 


60 


40 


182 


94 


20 


■ 42 


51 


68 


105 


122 


135 


152 166 


198 


214222 244 259 


272 


303 


m/z-> 40 50^ 6b 70 80 90 100 110 120 l3b l4o 15o'160 170 l80 190 200 210 220 230'240 250 260 2t0 280 290 300 


762589 .D 


Mon Feb 13 10:59:47 2012 


Page 5 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23_10\762589.D 

ASD/KAC 

24 Dec 2010 9:53 


ASD 
89 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


5 


4.87 C:\DATABASE\NIST98.L 


Pyrene 

000129-00 

-0 

50 

Pyrene 

000129-00 

-0 

43 

7H-Furo[3,2-g][1]benzopyran-7-one, 

002009-24 

-7 

43 


Ablihciance Average of 4.817 to 4.895 'min.;7B25B'9,0 (-) 

2p2 

80 : I 

60 : i 


40 


20 


103 


147 


m/z-> 


41 

51 

63 

89 hi: 

0 : ., r' 


. = 


40 

50 

60 70 80 

90 100 


116 


128 


10 120 130 140 150 160 l^olio 190 20 o' 2 l 0 2^0 2^0 240 250 260 270 280 


155 


174 


187 


iNt. 


281 


Abundance 

: i 

80 ' 

' 

60 ; 

40: 


irg3’58?: Pyrene 


202 


20 : 


hi/z-> 


39 50 

40 50 


101 r 

63 75 j| 110 122 134 151 tei 18 ? 

60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250260 270 280 


762589.D Mon Feb 13 10:59:47 2012 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM4\12_23_10\762590.D 

Operator : ASD/KAC 

Date Acquired : 24 Dec 2010 10:07 

Sample Name : BLANK 

Submitted by ; ASD 

Vial Number ; 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance HC: 7'62SSfn) 

i 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


762590.D Mon Feb 13 10:59:52 2012 


Page 1 


Corbett email PRR 000884 


































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM4\12_23_10\762591.D 
ASD/KAC 

24 Dec 2010 10:20 



91 

DRUGS 

RTE 


Abundance 
I 1400000i 

; 1200000j 

I 1000000: 
’ 800000; 
^ 600000 ; 
400000; 


4,73 


rrc: 76259TDr“ 


.’. 

Time-> 2.00 2,50 

3.00 3.50 4.00 4.50.5.00 

5.50 ' ^6 

6.50^ __7,bo 7.50 8.00' 8.5p_ 9.00 9.50 | 

Ret. Time 

Area 

Area % 

Ratio % 

2.014 

107194 

7.44 

8.04 

4.727 

1332748 

92.56 

100.00 


762591.D 


Mon Feb 13 10:59:58 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2 010\SYSTEM4\12_23_10\762 591 .D 
ASD/KAC 

24 Dec 2010 10:20 


ASD 

91 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2.01 C:\DATABASE\PMW_TOX2.L 

Cocaine-M/artifact -H20 000000-00-0 93 
MDA-M (desmethylenyl-methyl-) ME @ 000000-00-0 38 
Metipranolol-M/artifact AC 000000-00-0 28 


Abunciarice 


Average of1.987 16 2.082 niin.: ). 

152 


80! 


60 i 


40 


42 


20 - 

57 

82 

122 

94 , : 

138 

16 


iii 68 


; 106 0 
!,,! h 

i .! 

m/z-> 40 

60 

80 

iod lid 

140 ' 

160 


181 


191 208 


281 


341 355 


Abundance 


80 i 


¥3574: C6caine-M/ariifact-H20‘ 

152 


T7S3 


60, 


40: 


181 


20 


82 

122 







1 

^ 106 ;i 

138 

166 I 



0 ! , 




jl, . 


.. , 


;m/z-> 40 

60 

sb 

0 

-CM 

0 

0 

’ i4o 

160 180 200 220 

240 260 280 

300 320 340 


762591.D Mon Feb 13 10:59:58 2012 


Page 2 


Corbett email PRR 000886 






















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23 
ASD/KAC 

24 Dec 2010 10:20 


91 

DRUGS 

RTE 


10\762591 .D 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


4.73 C;\DATABASE\SLI.L 
COCAINE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


000050-36-2 99 


Abundance 


82 


Average of 4.7061o OTT min,: 762591b (-) 


80 


182 


60 ^ 


40; 

i 

20 ^ 


94 105 

I 

M 



55 ; i Ir i 

122 

‘ 

. 68 : :i 1 



..I'J'i;;.!, , /! 

. 

m/z-> 40 

eb a'o lOo 

120 

Abundance 

82 



135 


198 


303 


272 


_ I i ; 209 222 244 2^ ) 282 L 

lOO 120 140 1^0 ^180 200 ' 220 ' 240 ' 260 2^0 SOO ^0 340 


355 I 


■»2grcocAiNb 


80: 


60 i 


182 


40; 


94 


105 


20 ! ^>2 


55 68 


122 

135 166 I: 

198 

214 

244 

272 

259 y 

303 


40 60 80 

100 

120 

140 160 ibo 

260 

220 

240 

' 260 " 2^0 

300 320 

340 


762591.D 


Mon Feb 13 10:59:59 2012 


Page 3 


Corbett email PRR 000887 






















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File r 

F; \Q4--2 010\SYSTEM4\12 
ASD/KAC 

0 : 34 


23 10\762592.D 



A 

92 

DRUGS 

RTE 


Abundance 

1200000! 

1000000i 
800000: 
600000! 
400000! 


200000 


2.01 


i .■■ i 

[rime-> 2.00 2,50 3.00 


4j73 


TrcT762^2:b 


i 


3,50 4,00 4,50 5,00 5.50 6.00 6.60 7.00 7 


'W 


8.00 8.50 9.00 


’ 9.^0 


Ret. Time 

Area 

Area % 

Ratio % 

2.013 

111142 

8.55 

9.34 

4.727 

1189417 

91.45 

100.00 


762592 .D 


Mon Feb 13 11:00:03 2012 


Page 1 


Corbett email PRR 000888 











Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F;\Q4-2010\SYSTEM4\12 
ASD/KAC 

24 Dec 2010 10:34 


92 

DRUGS 

RTE 


23 10\762592.D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


CAS# Qual 


1 

2.01 

C ; \DATABASE\PMW___TOX2 . L 

Cocaine-M/artifact -H20 

MDA-M (desmethylenyl-methyl-) ME 
Metipranolol-M/artifact AC 

000000-00-0 
@ 000000-00-0 
000000-00-0 

96 

37 

32 

Abundance 


Average of 1T987To“2.077 rfiin.:7'625927[T(-) 

152 

1 



80 


1 



i 1 

1 60i 





4 

; “^0 

2 




20 

n. :i. 

57 

i : i 

82 122 

I 106 || 'f 

281 

341 


'm/z-> ° 40 50 e'o' 7'0 ab 90 100 110 120130 1 io 1501^01701801 ^200210220230240250260 2702^0 2b03(i)0310320330340^ ; 


Abundance 

#3574: Coc^e-MTarfifact-H20 "PTST 

152 

j 

80 


■ 

60; 



j 40i 


181 

20 

82 ^22 
; 106 U 1^8 

166 ; 

i 0 

; I , , , . i!,...; ;i.., * ..nii.. ,.-.,..,.1...!.... 



hi/z-> ° 40 50 60 70 80 90 i 00 li 01201301401501601701801 bo 260 2 10 220 230 240 250 260 270 280 290 300 iji 0 32o 330 340 


762592.D Mon Feb 13 11:00:03 2012 Page 2 


Corbett email PRR 000889 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\12_23__10\762592 .D 
ASD/KAC 

24 Dec 2010 10:34 


ASD 

92 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C;\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.73 C;\DATABASE\SLI .L 

COCAINE 


000050-36-2 99 


Abundance 


80 


82 

I 


Averap of 4.705 to 4,801 mirt.:T6~2592U (-) 


182 


60 i 


40, 


: 42 


20 , 


55 


68 : 


105 


122 


i I 


^3g 152 166 


198 


272 

222 244 259 : 288 


303 

i 


341 355 


429 


Wz-> 40 60 "so 100'''^~l20 140 160 l8o' 200 2^0' 240 260 280'sOO 320 340 ’ 3^0 380 


Abundance 


82 


lf29T COCAINE 


80 : 


60: 


182 


40 


20 


42 


94 


55 68 


108 


122 


135 


152 166 


198 


214 244 259 


272 


303 


m/z-> ° 40 60 80 l60 120 140 'l60 18o’ 200 220 2^0 2& 280 300 320 340 360 380 460 4^0 


762592 .D 


Mon Feb 13 11:00:04 2012 


Page 3 


Corbett email PRR 000890 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4--2010\SYSTEM4\12_23___10\762593 .D 
ASD/KAC 

24 Dec 2010 10:48 


ASD 

93 

DRUGS 

RTE 


Abundance TtC: 762593TD 

4173 

: 1000000: I 

800000 1 I 

I ‘ 

: 600000: I 


400000; 

200000 

2.01 


hme-> _2.00 _2.50 

’ S.bo ’ 3.60 4,00 ' 4.50 5.00 

i50 aoo 

' iso ' 7.00 7.60 8.00 ' ' 8.50 9.00 ’ 9.60 | 

Ret. Time 

Area 

Area % 

Ratio % 

2.014 

126424 

12.29 

14.02 

4.727 

902022 

87.71 

100.00 


762593.D Mon Feb 13 11:00:08 2012 


Page 1 


Corbett email PRR 000891 









Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4"2010\SYSTEM4\12_23_10\762593 .D 
ASD/KAC 

24 Dec 2010 10:48 


93 

DRUGS 

RTE 


Search 

Libraries; C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.01 

C:\DATABASE\PMW TOX2.L 




Cocaine-M/artifact -H20 

000000-00-0 94 



Metipranolol-M/artifact AC 

000000-00-0 38 



MDA-M (desmethylenyl-methyl-) ME 

@ 000000-00-0 25 


abundance 


80: 


60; 


: 42 


40 i 


20 ! 


57 


Average of 1 .'987To'2.072 min.: 7'6'25S3.D'(-) 
152 


82 


181 


122 


68 


94 


106 


138 


166 


0 i 

irn/z-> 40 50 60 70 80 90 1001 


207 281 341 

II0120 'l 30 'l 40150160170180190 20b2tiF22b230 240 250 2^0 270 280 2901100 310 3& 330 340 


Abundance 


80 


^3574: Cbcaine-M/artiSct -R20 
152 


P753 


60: 


40: 


20 i 


0 , 


82 


122 


94 


106 


138 


181 


166 


:m/z-> 40 50 60 70 80 90 100 IIO 120 130140 15016bi7bl80lbb2b02i022b23o24b250260270^802903003i0320330340 

762593.D Mon Feb 13 11:00:09 2012 Page 2 


Corbett email PRR 000892 




























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2 010\SYSTEM4\12_23_10\762 593 . D 
ASD/KAC 

24 Dec 2010 10:48 


93 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


AFuriaihce 


82 


Average of 4.706 to 4.795iTiin .: T62593TDT-) 


; 8o; 





182 





i 60 


1 



j 





40: 





1 





, 42 



94 105 







20| 

O; . 

m/z-> 40 

55 

68 


! ’ 

122 

135 166 

198 

i 208 222 

242 

259 

303 

272 

282 


60 

80 

100 

120 140 ’ 160 

lio 260 So 

240 ’ 

260 

280 300 ' 

sS 

Abundance 


82 



#29: COCAINE 





80 





182 





60 










401 



94 

; 105 







20: 42 





i 





' i 

0^ 

ro/z-> 40 

55 68 

: i 


122 

I ^35 152 166 

I 198 
■:l 214 

244 

259 

303 

272 


60 

80 

100 

120 140 160 

180 200 220 

240 

' 260 

' 2O0 300 

320 

762593-D 



Mon 

Feb 13 11: 

00:09 2012 



Page 

3 


355 


Corbett email PRR 000893 




















Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM4\12_23_10\762594.D 

Operator ; ASD/KAC 

Date Acquired : 24 Dec 2010 11:01 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth; DRUGS 
Integrator : RTE 



■ 500000 

I 400000 
; 300000 j 

! 200000' 
100000 : 


4173 


TIC: 762594.D 




Time-> 2.00 2.50 

3.00 ' 3,50 ' 4.60 ' 4.50 5.60 

6 , 56 ' 

6.00 

'6.50 7.00' ' 7.50 8,00 ’ 8.50 9.6q _ 9.50 | 

Ret. Time 

Area 

Area 

% 

Ratio % 

4.726 

507459 

100 . 

00 

100.00 


762594,D 


Mon Feb 13 11:00:14 2012 


Page 1 


Corbett email PRR 000894 






Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

24 Dec 2010 11:01 


23 10\762594.D 


ASD 
94 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI,L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80i 


60 i 


82 


Average of 4.700 to 4.795 min. :762504.D' (-) 


182 


40 i 


20^ 


42 


55 


94 105 


68 


122 


198 


303 


135 :! i 207 222 244 259 ; 281 


(n/z--> 

Abundance 


° it'd 50 60 ’ 70 S'o" 90 100 110"l20 130 l4d 150 160 170 180 ’l90 200 zi 0 2^30'240_150 2^0 270 200 29^360 

.If29: COCAINE .. " 


82 


80! 


60: 


40! 


182 


94 


105 


20 


42 


51 


68 


122 


,114: 


135 166 


198 


214222 244 259 


272 


303 


m/z-> 40 50 60 70 80 90 lOO 110 120 130 140 150 160 l/o lio ldo 200 210 220 230 240 250 260 270 280 290 300 


762594.D 


Mon Feb 13 11:00:14 2012 


Page 2 


Corbett email PRR 000895 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM4\12_23 
ASD/KAC 

24 Dec 2010 11:15 

BLANK 
ASD 
2 

DRUGS 

RTE 


10\762595 .D 


Abundance TIC: 762695.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762595.D Mon Feb 13 11:00:20 2012 Page 1 


Corbett email PRR 000896 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_23_10\762596.D 

ASD/KAC 

24 Dec 2010 11:29 


ASD 

96 

DRUGS 

RTE 


l^bundance TIC; 762596,0 

4i73 

500000: 
i 4OOOO0I 

300000) j 

' i I 

200000- i 

I 2.01 I 

100000j I \ 




!Time-> 2.56 2.50 

3,00 3.50 4.06 ’ 4.50 ’ ' 5.bo 

' 5.50 6.00 

' 6.50 ' 7.06 _ 7.50 ’ 8.66 ' a 9.50 ’ : 

Ret. Time 

Area 

Area % 

Ratio % 

2.013 

141451 

23.19 

30.19 

4.726 

468585 

76.81 

100.00 


7625,96.D Mon Feb 13 11:00:24 2012 


Page 1 


Corbett email PRR 000897 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM4\12 23 10\762596.D 
ASD/KAC 

11:29 


ASD 

96 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 

; 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2.01 C : \DATABASE\ PMW__TOX2 . L 

Cocaine-M/artifact -H20 
MDA-M (desmethylenyl-methyl ■ 
Metipranolol-M/artifact AC 


000000-00-0 95 

ME @ 000000-00-0 37 

000000-00-0 23 


Abundance 


801 


152 


Average orF9SBTbr27076 min.: 762596.D {-) 


60 i 

U 2 

40: ! 


20: 

57 

f 

■ 0^: 

;'ii 69 

m/z-> 40 

60 

Abundance 


80; 


.0"'" 


: 40: 


20: 



82 122 
i 94 ,i 138 ^ 166 


181 


193 209 


267 282 


325 341 355 


430 ^ 


ieo 1^0 266 220 240 2^0 280 '366' 320 340/ 360 3^0//460 420 
#3574: "Cocaine-M/arfjfact -H2'0' P753 


152 


181 


82 

: 94 


122 


106 7 


138 


166 

I 


0: 


;m/z-> 4b 60 80 160 120' 140 I60 180 200 220 240 260 280 300 320 340 360 38o 400 420 

762596.D Mon Feb 13 11:00:25 2012 Page 2 


Corbett email PRR 000898 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2 010\SYSTEM4\12_23_10\762 596 -D 
ASD/KAC 

110 11:29 


ASD 

96 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

G:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


82 


Average of CrOSTolDrsrfim 


80 


60 


182 


40 i 


42 


20: I 


; 55 


94 


122 


O: 


■; ! 1 1?^ J 135 166 


198 272 

222 244 259 : 288 


303 


325 341 355 


429 


m/z-'> 40 


60 W iOO 120 140 160 tSo ^6o 220 240 26o' 2®^ 300 3& '340 360 380 400 4^6 


Abundance 


T2?:XDCAlNe 


82 


80: 


60 ; 


40: 


94 


182 


20 


42 


55 68 


108 


122 


135 ^ 165 


198 

i 214 244 259 


272 


303 


m/z-> 40 eb 80 100 120 iiO 160' l80 20o 220 "240 260 280 300 320 340 360 380 400 420 


762596.D 


Mon Feb 13 11:00:25 2012 


Page 3 


Corbett email PRR 000899 













Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM4\12_23__10\762 598 .D 
ASD/KAC 

24 Dec 2010 - 11:56 
BLANK 
ASD 
2 

DRUGS 

RTE 


Sundance TIC: 7B2698.0 



Tinie-> ° 2.00 2.50 100 3.50 4.00 ' 4.50 ' 5.b0 6.50' 6.00 6.6o"" 7,00^ ' 7.50 ’ 8.00 8.bo O.OO 9.50 ’ 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762598.D 


Mon Feb 13 11:00:36 2012 


Page 1 


Corbett email PRR 000900 





















Area Percent / Library Search Report 


Information from Data File; 

File Name 

F:\Q4-2010\SYSTEM4\12 23 10\762599.D 

Operator 

ASD/KAC 

Date Acquired 

24 Dec 2010 12:10 

Sample Name 

COCAINE STD 

Submitted by 

ASD 

Vial Number 

15 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

TfC:7B25S®U 

: 1200000 

1 1000000 

800000: 

600000 

400000: 

; 200000 

1 

Time-> 2.00 2.50 3.00 

4,73 i 

1 ; 

1 

f I 

1 1 

1 ! 

1 i 

1 ■ j 

; j 

• j 

J I 

3.50 4.00 4.50 ' 5.00 5.50 6.(36 6.50 ' 7.00 7.50 8.00 8.50 9.00 9.bo 


Ret. Time 

Area 

Area % 

Ratio % 

4 . 726 

1066565 

100.00 

100.00 


762599.D 


Mon Feb 13 11:00:40 2012 


Page 1 


Corbett email PRR 000901 










Area Percent / Library Search Report 


Information from Data File: 



File Name 

F;\Q4-2010\SYSTEM4\12 23 

10\762599 -D 


Operator 

ASD/KAC 



Date Acquired 

24 Dec 2010 12:10 



Sample Name 

COCAINE STD 



Submitted by 

ASD 



Vial Number 

15 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality; 90 


C:\DATABASE\PMW TOX2.L 
C;\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


1 4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36--2 99 


Abundance 


82 


Average of 4.704 t6 4.794 niiri.r762599.D (-) 


80: 


60: 


182 


40. 


20 


42 


55 


94 105 


68 


122 

1 


198 


272 


303 


: 0^. ..M,-,.-, . I 

m/z-> ' 40 50 60" 70 ' sb 90 10o' 1 io' l2o' 130 140 150 'l60 170 180 190 200 21 o' 220 230 240 250 260 270 So 290 360 ' i 


Abundance 


W29; COCAIRE 


82 


80: 


60 


182 


40. 


20 i ^*2 


94 


105 


68 ; li ' 

m/z-> 40 50 60 70 80 90 100 ifo 12 q' 


198 


0:. 


214222 244 259 


272 


303 


135 166 

130 140 150 160' 'lio 1^0 190 200 2io' 22^21^0 240150 200 2t0 '2io 290 sbo 


762599.D 


Mon Feb 13 11:00:41 2012 


Page 2 


Corbett email PRR 000902 
















